[2024-05-28T07:49:05.342909Z] [info] Preparing cgroup to start isotovideo
[2024-05-28T07:49:05.343485Z] [info] Using cgroup /sys/fs/cgroup/systemd/openqa.slice/openqa-worker.slice/openqa-worker-auto-restart@5.service/4226839
[2024-05-28T07:49:05.343704Z] [info] Starting isotovideo container
[2024-05-28T07:49:05.346060Z] [info] isotovideo has been started (PID: 41027)
[2024-05-28T07:49:05.346601Z] [info] 41027: WORKING 4226839
[2024-05-28T08:19:26.428775Z] [info] Uploading logs_from_installation_system-y2logs.tar.bz2
[2024-05-28T08:19:26.494494Z] [info] Uploading yui-log.txt
[2024-05-28T08:19:26.585592Z] [info] Uploading video.webm
[2024-05-28T08:19:26.660790Z] [info] Uploading autoinst-log.txt
[2024-05-28T08:19:26.700413Z] [info] Uploading worker-log.txt
